Legend 


Mine  Claims 


Prepared  for:  ff 

U.S.  EPA  Region  8 L 1 

Contract  No.: 

EP-S8-13-01 


TDD: 

N 1509-02 


0 500  1,000 


2,000  Feet 


Prepared  By: 

Weston  Solutions,  Inc. 
START  IV 

Suite  100 

1435  Garrison  Street 
Lakewood,  CO  80215 


GOLD  KING 

PROPOSED  PIPELINE  MAP 
GOLD  KING  MINE  BLOWOUT 


Date:  10/5/2015 


1792358 


ED  000792  00006739-00001 


